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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILfTY f Attach additional sheets if necessarv or use APHIS Forni 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals bang 
bred, 

conditioned, or 
held for use m 
teaching, 
testing, 
expenments. 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
expoiments. teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the aniirats 
and for vtfiich 
appropriate anesthetic, a 

E. Nunnber of animals upon which teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of apprognate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, expenments. 
surgery, or tests. ( An explanation of the procedures 
produong pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

! 0 

31 

i 103 


134 

5. Cat* 

i 0 

77 

332 


409 

0 Guinea Pigs 

1 0 

138 

130 


268 

Hams.efs j 





3. Rpbbits 

1 0 

19 

285 

28 

332 

3 Non-human Primate | 

1 




0. Sheep 

i 0 


102 


102 

1 . Pigs 

i 0 

16 

no 


126 

2. Other Farm Animals 






Goat 

0 


5 

10 

i 15 

3. Other Animals 






oppossum 

0 

15 



15 

ferrets 

0 


24 


24 

gerbil 

0 

2 
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ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treetment, and use of animals, including appropriate use at anastatic, anatgesrc. and tranquilizing dnjgs, prior to. during, and follovwng 
actual reaearch. teaching, testing, surgery, or eayerimen te tion were followed by this re s ew ch facility. 

2) Each principal investigator has considared attamatives to painful procadurea. 

3) This faolity is adhering to the standards and regulations urxjer the Act and it has requsad that exceptions to the standards and reguiatioru be spedfied arxl explained by the principal 

investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all such axcaptions Is attached to this annual raport In addition to idantifying the 

tACUC<approved exceptions, this summery includes a bnef axplanetion of the exceptions, as well as the spades and number of animala afTeaed. 

4) The attending vetannanan for this research faality has appropriate authority to ansura the provision of adequate vetarinery care arxl to oversee the adequacy of other aspects of animal cans and 
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Animals Covered 
By The Animal 
Wellare Regulations 


12. Ar'OR 13. Qlher 

(Lst by species) 


& Number ol 
animals being 
bred. 

condil toned, or 
held Jor use m 
teaching, testing, 
experimenis. 
research, or 
surgery but not 
yet used (or such 
purposes. 


C Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use at pain- 
relieving drugs. 


0. Number ot animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
coiKlucted involving 
accompanying pain or 
distress to the animals 
and tor which appropriate 
anesthetic, analgesic, or 
tranquiluing drugs were 
used. 


Number ol animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and tor which the use ol appropriate 
anesthetic, arvalgesic, or tranquilizing drugs would 
have adversely atlected the procedures, results, or 
interpretation ol the leaching, research, 
experiments, surgery, or rests. fAn axplanatfon of 
/he procedures producing pern or dhtrosa m /hese 
animals and /he reasons such drugs were not used 
must be ahached to this report). 


total no. 

OF ANIMALS 


(Cols, C - 
O > E) 


deer mice 
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1) . Professionally acceptable standards governing the cate, treatment, and use of animals, including uppronaie use of anesthetic, analgesic, and tranquilizing drugs, prior to. durtiuj. 

and following actual research, reaching, testir^. surgery, or eKpertmentation w«re loitowed by this reseatch tacilily 

2) . Each principal investigalor has considered allernaitves to painful procedures. 

3) . This lacility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explatned by the 

principal invesugator and approved by the Institutiunol Animal Care and Use Committee (IaCUC). A summary of all such exceptions is attached to this annual report in 
addition to identifying the iaCUC- approved exceptions, this summary includes a bnei explanation of the excepnuns. as well as the species atKi number ot animats affected 

4) . The attending veterinarian lor this research lacility has appropriate authority to ensure the provision ol adequate veiennary care arid (o oversee the adequacy ot other aspects ol 

animal care and use. 
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Spec2l Use: 


Column E Explanation 

This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1 . Registration Number:. 




2. Number. 


/o 


.of animals used in this study. 


3. Species (common name) , 


(yOi 


t 


.of animals used in the study. 


4. Explain the orocedure producing pain and/or distress. 





5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, 
see Item 6 below) 





6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 1 13.102): 


Agency. 


.CFR. 


Registration number - 58-R-0003, Customer number 859 
Species - Goat 
Item 4. 

Goat kids are screened by culture of the nasal passage and oral cavity to confirm their 
mycoplasma free status. Prior to infecting with Mycoplasma, body temperature, weight 
and condition scores are obtained and joints (carpal, tarsal, and stifle) are measured by 
calipers. A small sample of blood (< 3 ml) is drawn from the jugular vein for blood 
chemistry profiles, cell count, culture, and baseline serology. All animals receive a 
complete physical examination daily by a veterinarian. Daily parameters to be measured 
include temperature, pulse, respiration, auscultation of the chest, joint parameters, feed 
consumption (feed to be measured by animal resource technician), and observation of 
behavior. Animals will be observed an additional two times during the 24 hr period for 
problems. 

On Day 8, the goats (N=5 per group) are given (either willingly nursed from a bottle or 
syringe fed) 100 ml of sterile goat replacement milk containing 1X10^ CPU of 
Mycoplasma mycoides subsp. mycoides GM12 that has the active enzyme, a mutant of 
Mycoplasma mycoides subsp. mycoides GM12 that no longer makes the enzyme, and 
sterile milk with sterile growth media as a control. Oral ingestion is a more natural route 
of infection and less traumatic than intravenous or intraperitoneal routes. 


Item 5. 

Based on previous studies with the wild type in immunodeficient (colostrum deprived) 
newborn goat kids, the first evidence of clinical disease (pyrexia = fever) in our normal 
older goats might appear within 5 days of inoculation. Following infection, goats are 
monitored at a minimum of every 8 hrs for clinical signs of disease (pyrexia, abnormal 
respiration, signs of lameness or joint inflammation, lethargy). Daily physical exams 
including temperature, pulse, respiration, auscultation of the chest, joint examination, 
observation of behavior and feed consumption are conducted by a veterinarian. 

Once any clinical signs are noticed, including pyrexia, joint swelling, joint heat, 
inappetance, abnormal auscultation of chest, mycoplasmemia, or a positive nasal 
culture, monitoring will be increased to every 3 hours. If a deterioration in clinical signs is 
noted or expected, then the goat will be monitored every hour or continuously until a 
euthanasia criterion (Table 1) is met, which will be followed by immediate euthanasia. 
We will have a veterinarian in charge of the study. We have obtained assistance from a 
minimum of three additional veterinarians not directly associated with the study but who 
have expertise in large animal medicine. Any animal that these veterinarians deem 
needs euthanasia will be immediately given an overdose of barbiturates, regardless of 
whether the criteria for euthanasia have been met. 

Table 1. Euthanasia criteria of infected goats. 

Clinical parameter 


criterion 


Pyrexia (N = 101.5 - 104 °F) 
Respiration (N = 20 - 40/min) 
excited) 

Lameness 

drink 

Depression or lethargy 

Mycoplasmemia 

Suffering 


If greater than or equal to 106 °F for 3 hours 
Any dyspnea with tachypnea > 120 (non- 

If precludes normal movement to eat or 

If precludes normal drinking or eating 
If 10^ CFU/ml 

Deemed suffering by study veterinarians 


N = normal; min = minute; CFU/mL = colony forming units per milliliter. 

At day 10 PI, all kids will be euthanized by an IV overdose of barbiturates and complete 
necropsies will be performed. 


Unfortunately, a major component of the natural disease is the host immune response. 
Analgesics and anti-inflammatory agents would actually interfere in the natural 
progression of the disease (arthritis and pneumonia) and mask the development of 
clinical lesions so that we could not adequately evaluate the effect of infection. However, 
we do not wish to prolong discomfort; therefore we have shortened the length of 
exposure to 10 days rather than the more common 14-21 day experiments previously 
described for experimental infections with this bacteria in immunodeficient (colostrum 
deprived) newborn goat kids. We have based this shorter study on published reports that 
showed joint changes after 7 days. It is important to note that previous experiments with 
this bacteria were in immunodeficient (colostrum deprived) newborn goat kids. We do 
not expect the severity of clinical signs in our study using normal older goat kids to 
progress at the same rate as previous studies using immunodeficient newborn goat kids. 
Note that this is not a duplication of previous experiments since we are testing the role of 
the protease enzyme in the disease and we are using normal older goat kids. 


Sp«oal Usa: 


Column E Explanation 

This form is intended as an aid to completing the Column E atplanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinar/ care programs, and the like, are not required as part of an 
explanation. A Column 5 explanation must be written so as to be understood by lay persons as well as scientists 


1 . Registration Number_ R.^oOcJ^ 

2. Number_ Of animals used in this study. 

^ ///- ■ n,. 


3. Species (common name) 


' animals used in the study. 


4. Explain the orocsdlire producing pain and/or distress. 




5. Provide sc:entific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For , 'federally mandated testing, 
see Item 5 below) 


6. What, if any. federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFH) title number and the specific section number (e.g.. APHIS. 9 CFR 1 13.102): 

Aqenc/ CFR 


Registration number -58-R-0003, Customer number 859 
Species - Rabbits 
Item 4. 

Rabbits are infected with poxviruses in which a specific protein (thought to 
interact with the immune system of the animal) has been deleted. 
Differences in the course of the infections gives insight into the function of 
the viral protein. New Zealand White rabbits are infected by injection of 
virus into the skin. This procedure is noninvasive and causes no more 
discomfort than taking a venous blood sample. A blood sample will also be 
taken at this time. The rabbits will be closely observed throughout the 
experiment. 


Item 5. 

Rabbits: Intradermal administration of the virus will produce both a primary 
lesion at the site of administration, as well as systemic disease. The skin 
lesions are not treated. Death from the viral infection is usually a direct 
result of respiratory failure, and occurs between days 8 and 14. The 
animals are monitored daily for the first eight days, and body weights are 
measured. After the first eight days, the animals are monitored three times 
between the hours of 8 am and 8 pm and once at night (approximately 
every 6 hours) up to day 14. Animals are euthanized when evidence of 
respiratory distress is present. Respiratory and heart rate are evaluated by 
the veterinarian. A physical e-sam (including core temperature, and 
examination of all major organ systems) is performed daily, and the size of 
the primary lesions are measured. If any animal has frank lung sounds, a 
markedly reduced respiratory rate, or if open mouth breathing is present, the 
animal is euthanized. 

Analgesics are not indicated : i these studies because of their affects on the 
inflammatory and immune re^ .onses being evaluated. Analgesic agents 
can significantly alter inflamnr.a.ory processes. Since we measure 
chemokine and cytokine levei... we cannot alter inflammatory processes in 
these animals. 


Reporting Facility 


University of Florida 
PO Box 100006 
Campus 

Gainesville, FL 32610 
(352) 392-2978 

1. Health Sciences Center (Communicore Bldg, Shands, Medical Sciences 
Center, Academic Research Bldg) - Animal Care Services 

2. 34^^ Street Farm - Animal Care Services 

3. Animal Research Facility (ARF) on Mowrey Road Anim al Care Services 

4. Brain Institute - Animal Care Services 

5. College of Veterinary Medicine — Metabolic Building 

6. College of Liberal Arts & Sciences - Psychology Building 

7. Whitney Marina Lab, St Augustine, FL 

8. University of Florida, Bldg. 628, Physiology Bam 

9. University of Florida, Surgery Suite, Bldg. 459, rooms 137 and 137 A-C. 
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1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional 

1 sheets if necessarv or use APHIS Form 7023A ) 

I 

A. 

Animats Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 
t 

C. Number of 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, expenments. 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

12 


32 


32 

5. Cats 

14 

2 

6 


8 

6. Guinea Pigs 




44 

44 

7. Hamsters 


10 


2 

12 

8. Rabbits 

42 


217 

54 

296 

9. Non-human Primate 

159 

20 

5 


25 

10. Sheep 






11. Pigs 

20 

3 

842 


845 

12. Other Farm Animals 






Goats 



25 


25 

13. Other Animals 






Wild Lizards 


77 



77 

Wild Birds 


55 

63 


118 

Wild Fish 


3,391 

16 

48 

3,455 

1 ASSURANCE STATEMENTS 

. -1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing dmgs, prior to. during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each princtpal investigator has considered altemetivee to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the prindpal 
investigetor and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-appfOved exceptions, this summary includes a bnef explanation of the exceptions, as well as the speoes arKj number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinaiy care and to oversee the adequacy of other aspects of animal care and 
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ATTACHMENT 1 - Facility Locations 


University of Miami animal housing facilities 

Contact person for all facilities: 


Rosentstiel Medical Science Building 
1600 NW 10 Avenue 
Miami, FI 33136 

R. Bunn Gautier Building 
101 1 NW 15 Street 
Miami, FL 33136 

Diabetes Research Institute 
1450 NW 10 Avenue 
Miami, FL 33136 

Parkinson Foundation Building 
1501 NW 9 Avenue 
Miami, FL 33136 

Bascom Palmer Eye Institute 
900 NW 17 Street 
Miami, FL 33136 

Rosenstiel School of Marine & Atmospheric Science 
4600 Rickenbacker Causeway 
Key Biscayne, FL 33149-1098 

South Campus 
12500 SW 152 ST 
Miami, FL 33177 

Perrine Primate Center 
15657 SW 127 Avenue 
Perrine, FL 33177 

Behavioral Medicine Research Building 
Department of Psychology 
1251 Stanford Drive 
Coral Gables, FL 33146 

Cox Science Bldg. (182) 

1301 Memorial Drive 
Coral Gables, FL 33124 

Lois Pope Life Center (LPLC) 

1095 NW 14th Terrace 
Miami. FL 33136 

Batchelor Children’s Research Institute 
1580 NW 10 Avenue 
Miami, FL 33136 



ATTACHMENT 2 

PROTOCOLS REQUIRING SPECIAL EXEMPTION FROM RECOMMENDED POLICIES OR 

GUIDELINES 

lACUC reviewed, discussed and approved the following exemptions from USDA 

Policy. 

1. Protocol 98-037 - Exemption granted for extended restraint and for housing in 
Plexiglas enclosures to deliver extended periods of hyperemia to piglets. 

2. Protocol 99-144, 99-145 - Granted an exemption for not using analgesia in 
Guinea Pigs exposed to 109db noise. Also granted exemption for prolonged 
restraint of conscious animals. 

3. Protocol 00-020 - Granted an exemption for not using analgesia in Rabbits for 
antibody production with Freund’s adjuvant. 

4. Protocol 98-135 - Granted exemption for not pair housing NHP with HIV, due to 
safety precautions for DVR personnel. 

5. Protocol #00-173 - Exemption granted for Multiple Survival Surgery and for 
unrelieved social stress. 

6. Protocol #01-078 - Granted an exemption for not using analgesia in Hamsters and 
Rabbits for antibody production with Freund’s adjuvant. The ACUC reviewed, 
discussed and approved the following exemptions from USDA Policy. 

7. Protocol #01-073 - Exemption granted for NHP for IV injection and subsequent 
hydration for 2-12 hours. Animals are observed continuously and provided 
additional environmental enrichment while restrained. 

8. On 5-2-02 the LACUC approved a housing exemption to permit the occasional 
housing of dogs and pigs in the same kennel facilities at the South Campus site. 
The issues were discussed at length with the veterinarian at the South Campus 
facilities and the LACUC was satisfied that the housing arrangement proposed no 
threat of undo stress or distress to either the pigs or the dogs. Thus the exemption 
from the Guide was granted. 

9. Protocol #02-100 - Exemption granted for rabbit restraint for venapuncture for 5 
minutes. Animals are observed continuously while restrained. 

10. Protocol #02-120 - Exemption granted for rabbit restraint in Plexiglas enclosures 
for 1 hour daily. Animals are observed continuously while restrained. 


1 1 . Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 

reviewed, discussed and approved by the lACUC for the following protocols 
involving a PIG model of skin injury. 

99-138; ENTITLED: Evaluation and comparison of two chemical peels in a porcine 
model 

00-028; ENTITLED: Pressure induce alopecia in a s'wine model 

00- 161 : ENTITLED: Laser resurfacing: Study to examine the effect of different test 
agents on laser resurfacing healing 

01- 01 1 -ENTITLED: To examine the effect of various topical agents on incisional 



wounds in a porcine model 

01-012: ENTITLED: A wound healing model to examine the effect of various agents on 
skin graft take and wound healing 

01-102: ENTITLED: An animal model to examine the effect of various topical agents, 
dressings 

01-102resub01: ENTITLED: Study to examine the effect of a mist ultra-sound device on 
second-degree bum wound healing 

01-102resub02-03 ENTITLED: An animal model to examine the effects of various 
topical agents, dressing and/or devices on second degree bum wound healing 

01-102resub04: ENTITLED: To determine the effect of liposome-encapsulated 
minoxidil on healing (epithelization) of non-debrided second-degree bum wounds in vivo 

01-102resub05: ENTITLED: An animal model to examine the effect of various topical 
agents, dressings and/or devices on second degree bum wound healing 

01-102resub06: ENTITLED: An Animal Model to Examine the Effect of Various 
Topical Agents, Dressings and/or Devices on Second-degree Bum Wound Healing 

01-102resub07: ENTITLED: An Animal Model to Examine the Effects of Various 
Topical Agents, Dressings and/or Devices on Second-Degree Bum Wound Healing 

01-103: ENTITLED: An animal model to examine the effect of various topical agents, 
dressing 

01-103resub01, 01-103resub03: ENTITLED: The effect of topical estrogen on partial 
thickness wounds 

01-103resub02: ENTITLED: The effects of topical growth factors on partial thickness 
wounds 

0I-103resub04: ENTITLED: Study the effect of a new liquid dressing on partial 
thickness wounds 

01-103resub05: ENTITLED: Study of the effect of Lipomoist, QIO and Duoderm on 
Partial Thickness Wound Healing 

01-103resub06: ENTITLED: An animal model to examine the effect of various topical 
agents, dressings and/or devices on partial thickness wound healing 

01-103resub07: ENTITLED: An Animal Model to examine the effects of various 
topical agents, dressing and/or devices on partial thickness wound healing 

0l-103resub08: ENTITLED: An Animal Model to Examine the Effects of Various 
Topical Agents, Dressings and/or Devices on Partial Thickness Wound Infections 

01-103resub09: ENTITLED: An animal model to examine the effect of various topical 
agents, dressings and/or devices on partial thickness wound healing 
01-114: ENTITLED: An animal model to examine debrided second-degree bum wound 
healing 

01-1 15: ENTITLED: An animal model for the study of deep partial thickness wound 
healing 

01-116: ENTITLED: An animal model to examine the effect of various topical agents, 
dressing, and/or devices on full thickness wound healing 


01-124: ENTITLED: An animal model to study various topical agents, dressings and/or 
devices on partial thickness wound infections 

01-124resub01 : ENTITLED: Study the effect of a mist ultrasound device on the 
proliferation of methicillin resistant staphylococcus aureus (MRSA) in partial thickness 
01-124resub02, 01-124resub03: ENTITLED: Effect of phage on staphylococcus growth 
in partial thickness wounds 

01-124resub04: ENTITLED: The effect of Triclosan on infected partial thickness 
wounds 

01-124resub05: ENTITLED: An animal model to study various topical agents, dressings 
and/or devices on partial thickness wound infections 

01-124resub06; ENTITLED: An animal model to study various topical agents, dressings 
and/or devices on partial thickness wound infections 

01-124resub07-: ENTITLED; An animal model to study various topical agents, dressings 
and/or devices on partial thickness wound infections 

01-124resub08: ENTITLED: The Effect of Lactobacillus Strains on Skin Wounds 
01-124resub09: ENTITLED: Evaluation of a Topical Agent on Methicillin Resistant 
Staphylococcus Aureus (MRSA) Proliferation in Partial Thickness Wounds 
01-124resubl0: ENTITLED: An Animal Model to Study Various Topical Agents, 
Dressings and/or Devices on Partial Thickness Wound Infections 
01-124resubl 1: ENTITLED: To Study the Effect of Bactroban Cream vs Bactroban 
Ointment on Partial Thickness Wound Infections 

01-124resubl2, 01-124resubl3, 01-124resubl4, 01-124resubl5: ENTITLED: An 
Animal Model to Study Various Topical Agents, Dressings and/or Devices on Partial 
Thickness Wound Infections 

01-127: ENTITLED: The examination of a liquid bandage on acute partial thickness 
wounds: A durability study 

01-153: ENTITLED: To Determine the effect of two different doses of a wound-healing 
agent on full thickness wound healing in a porcine model. 

01-194: ENTITLED: Use of surgicel for adhesion prevention in spinal cord surgery 

01- 213: ENTITLED: Photosensitive PEG-heparin Hydrogels in Wound Healing 

02- 001: ENTITLED: A New Model of Pediatric Stroke in Infant Piglets 

02-084: ENTITLED: Fluid Resuscitation From Traumatic Brain Injury + Hemorrhagic 
Shock 

02-131 : ENTITLED: To Determine the Effect of a Liquid Occlusive Dressing (LOD) on 
Skin Tears in a Porcine Model 

02-170: ENTITLED: Development of a lymphedema-Wound Healing Model in Pigs 
02-174: ENTITLED: Reconstructing full thickness wounds in a pig by delayed skin 
grafting versus immediate allogeneic acellular dermis with split thickness skin graft. 


12. Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 
reviewed, discussed and approved by the lACUC for the following protocols 
involving Canine models 

00- 062; ENTITLED: Genetic Engineering of Vascular Graft 

01- 055: ENTITLED: Canine Carotid aneurysm model 

01- 1 10: ENTITLED: Studies of the Graft promoting, tolerogenic potential of donor cells 
and/or antigens administered in conjunction with novel immunomodulatory drugs in a 
canine islet transplant model: Effect of transplant site, donor cell composition, and 
timing... 

02- 089: ENTITLED: A novel Artificial Spinchter for the Control of Urinary 
Incontinence 

13. Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 
reviewed, discussed and approved by the lACUC for the following protocols 
involving Non Human Primate models 

99-116: ENTITLED: Development and Use of VS V as an Anti-HIV Therapeutic 

01-061 : ENTITLED: Transplantation of porcine transgenic OEG after primate spinal 
cord injury 

01-173: ENTITLED: Multifaceted approaches to the induction of tolerance to allogeneic 
and xenogeneic pancreatic islets in non-human primates: Incorporation of novel 
immunointervention agents, administration of donor antigen and encapsulation 
technology 

14. Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 
reviewed, discussed and approved by the LACUC for the following protocols 
involving Rabbit models 

00-127: ENTITLED: Ex-Vivo expansion of limbal epithelial stem cells on amniotic 
membrane 

00- 173; ENTITLED: Biobehavioral Base of CHD Risk and Management (Program 
Project) Project 3: Environment, CNS and Atherosclerosis 

01- 135; ENTITLED: Investigation on Safety of Secondary Stainless Steel Posting in an 
Integrated Porous Implant for Orbital Reconstruction Post Enucleation Surgery 

01- 194; ENTITLED: Use of surgical for adhesion prevention in spinal cord surgery 

02- 065: ENTITLED: Ex- vivo Expansion of Rabbit Retinal Pigment Epithelial Cells on 
Rabbit Amniotic Membranes for Autologous Re-Transplantation onto Denuded Bruch's 
Membrane 

02-1 16: ENTITLED: Flow Divertors to Cure Cerebral Aneurysms 

02-150: ENTITLED: Preliminary Investigations of Platelet Therapies for the Treatment 

of Aneurysms 


15. Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 
reviewed, discussed and approved by the lACUC for the following protocols 
involving cat models 

01- 064; ENTITLED: Enhancement of locomotor function with transplantation of 
monoaminergic cells 

02- 134 ENTITLED: Laser trabeculoplasty using Titanium Sapphire and Alexandrite vs 
Argon lasers 

16. Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 
reviewed, discussed and approved by the LACUC for the following protocols 
involving guinea pig models 

02-06 1 : ENTITLED: Gene Transfer of the Putative Cochlear Amplifier Protein - Prestin 



Optional Column E Explanation Form 

This form is intended as an aid to completing the Column E explanation. It is not an 
official form and its use is voluntary. Names, addresses, protocols, veterinary care 
programs, and the like, are not required as part of an explanation. A Column E 
explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number: . 58-R-0QQ7. 

2. Number of animals used in this study . 15 

3. Species (common name) of animals used in this study . guinea pigs 

4. Explain the procedure producing pain and/or distress. 

MOLECULAR BIOLOGY OF COCHLEAR EFFERENT RECEPTORS. Animals will 
likely have some distress associated with a period of 1 hr of restraint q 4 days for up to 
28 days. 


5. Provide scientific justification why pain and/or distress could not be 
relieved. State methods or means used to determine that pain and/or 
distress relief would interfere with test results. (For Federally mandated 
testing, see question 6 below) 

It is necessary to restrain the animals during measurement of Distortion Product 
otoaccoust emissions (DPOAE). 

6. What, if any, federal regulations require this procedure? Cite the agency, 
the Code of Federal Regulations (CFR) title number and the specific section 
number (e.g., APHIS, 9 CFR 113.102): none. 

Agency CFR 



Optional Column E Explanation Form 

This form is intended as an aid to completing the Column E explanation. It is not an 
official form and its use is voluntary. Names, addresses, protocols, veterinary care 
programs, and the like, are not required as part of an explanation. A Column E 
explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number; 58-R-00(n — — 

2. Number of animals used in this study . 29 

3. Species (common name) of animals used in this study . guinea pigs 

' 4. Explain the procedure producing pain and/or distress. 

Animals are subjected to noise levels that will damage the hair cells in the ear. 
Exposures will be for 6hrs/day for 10 days . The intensity is 85dB. It is postulated that 
this will provide a conditioning stimuli. 


5. Provide scientific justification why pain and/or distress could not be 
relieved. State methods or means used to determine that pain and/or 
distress relief would interfere with test results. (For Federally mandated 
testing, see question 6 below) 

Withholding pain/distress relief is justified during the exposure to noise as analgesics 
and anesthetics may alter blood flow to the cochlea and thus create an artifact in the 
data. 


6. What, if any, federal regulations require this procedure? Cite the agency, 
the Code of Federal Regulations (CFR) title number and the specific section 
number (e.g., APHIS, 9 CFR 113.102): none. 


Agency 


CFR 


Optional Column E Explanation Form 

This fonn is .niended as an aid .0 co^^eting ^ 

official form and its use ts voluntary. 'a Column E 

!rr:Ltu!t\e':;f «ent understood by lay persons as well as^ ^ 


1 . 

2 . 

3. 


Registration Number: 

Number of animals used in this study 



rNuniuci vii — 

Species (common name) of animals used in this stndy.H^ 

4 . Explain the procedure producing pain and/or distress. 

Producr/ono/pofyc/onu/unnW/esus/ngErenndsCom ".pain 

relief . 

5 . Provide scientiHc justification P”‘“ ““ 

d“e“d“^ 

antigen. 

number (e.g., APHIS. 9 CFR 113.102): mme. 


Agency _ 


Optional Column E Explanation Form 
This fonn .s intended as an aid to contpleung 

official form and its use .s voluntary. ^ ^ 

r^S::l:^rhe':’n": n understood by lay persons as well as se^ 



1. Registration Number: 

2 Number of animals used in this study 

3. Species (common name) RabbitsfWHHLI of animals used in this study. 

4. Explain the procedure producing pain and/or distress. 

aose social inieraciion tet^een 

these animals tehich are genencaify suscepMe to ^ such 

•j • *ifir« iii«tification why pain and/or distress could not be 

5. Provide scientific justification wny p ain and/or 

testing, see question 6 below) 

The aim oftHe study is to investigate 

disease in a population with tranauilizers during the pair housing 

henveen the rahhits. ^Heuse^^^ Apm^:Ziscussionl,ythelACUCani 
period of four h 

protocol was approvoed as a D category study. 
number (e.g., APHIS, 9 CFR 113.102): none. 


CFR 


Agency 


Optional Column E Explanation Form 

This fonii is intended as an aid to completing the Column E explanation. It is not an 
official form and its use is voluntary. Names, addresses, protocols, veterinary care 
programs, and the like, are not required as part of an explanation. A Column E 
explanation must be written so as to be understood by lay persons as well as scientists. 


1 . Registration Number;. 58-R-non7 

2. Number of animals used in this study . 48 

3. Species (common name) of animals used in this study . wild fish 

4. Explain the procedure producing pain and/or distress. 

Animals will be exposed to toxins from Pfiesteria and the kill measured. 


5. Provide scientific justification why pain and/or distress could not be 
relieved. State methods or means used to determine that pain and/or 
distress relief would interfere with test results. (For Federally mandated 

testing, see question 6 below) 

The bioassay is the only method available to measure piscicidal levels of toxins in 
marine fish. No invitro assay is available. Part of the project is directed to develop 

an invitro alternative. 

6. What, if any, federal regulations require this procedure? Cite the agency, 
the Code of Federal Regulations (CFR) title number and the specific section 
number (e.g., APHIS, 9 CFR 113.102): none. 


Agency 


CFR 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 

58-R-0015 

CUSTOMER NUMBER: 

930 


University Of South Florida 
12901 Bruce B. Downs Blvd. 
Mdc 20 

Tampa, FL 33612 
Telephone: (813) -974-3843 


3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or expenmentation. or held for these purposes. Attach additional sheets if necessary ) 


FACiLJTY LOCATIONS ( Sites ) ■ See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheots If necessary or use APHIS Form 7023A ) 


A. I B. Number of 



B. Number of 

C. Number of 

D. Number of animals 


animals being . 

animals upon 

upon which 


bred. 

which teaching. 

experiments, teaching. 

Animats Covered 

conditioned, or 

research. 

research, surgery, or 

By The Animal 

held for use in 

experiments, or 

tests were conducted 

Welfare Regulations 

teaching, ' 

tests were 

involving 


testing. 

conducted 

accompanying pain or 


experiments. 

involving no 

distress to the animals 


research, or 

pain, distress, or 

and for which 


surgery but not ye 

use of pain- 
relieving drugs. 

appropriate anesthetic, a 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


E. Number of animals upon which teaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, expenments. 
surgery, or tests. ( An explanation of the procedures 
produong pain or distress^in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 


0 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, induding appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, tasting, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considored altematives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has requirtd that sxeeptions to tha standards and reguiationa be spedfiad and sxplained by tha principal 
investigator and approved by the Institutional Animal Cara and Use Committee (lACUC), A summary of all such axcepdons Is attached to tWs annual report. In addition to IdentifyinQ the 
tACUC-approved exceptions, this summary indudea a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterin^ran fbr this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal cars and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible institutional Official ) 


DATE SIGNED 


APHIS FOl 
(AUG 


IT 88). which IS obsolete. 




































Column E Explanation 


This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1 . Registration Number; 58-R-0015 


2. Number 


.of animals used in this study. 


3. Species (common name) of animals used in the study. 

4. Explain the procedure producing pain and/or distress. 

Local inflammation that may develop in rabbits administered emulsions 
containing Complete Freund's Adjuvant is not always reliably anticipated. 
Six rabbits used in antisera production developed focal subcutaneous 
granuloma. These lesions were not recorded in medical logs, and logs 
did not indicate that treatment had been instituted in a timely manner. 
Consequently, these animals may have experienced some discomfort and are 
therefore, reported herein. 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, 
see Item 6 below) 

The institution has implemented new procedures to ensure adequate lesion 
monitoring and reporting methods whenever rabbits are used for polyclonal 
antibody production. 


6 . What, if any. federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 1 13.102): 


Agency C FR_ 


s repofl ;S required by taw (7 USC 2143). Failure to report according to the 'Regulations can 
result an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
OiaO-OOA*AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

CTYPE OR PRINT) 


1. REGISTRATION NO. 

58-F0009 


CUSTOMER NO. 
966 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USD A, 
include Zip Code) 

LIFE SCIENCES SUPPORT FACILITY 
MAIL CODE BIO'3 • HANGAR L 
CAPE CANAVERAL AIR FORCE STATION 
KENNEDY SPACE CENTER. FL 32899 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 



FACILITY LOCATlONSfs/fesj 


LIFE SCIENCES SUPPORT FACILITY 
KENNEDY SPACE CENTER, FL 32899 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILTTY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare flegufations 


B. Number of 
animats being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals uporr 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animats upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ^ 
D<t>E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility, 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be spectfled and explained by the 
prindpai investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summery of ett the exeepllone Is elleehed to this ennuel report In 
addition to identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIRCAT10N BY HEADQUARTERS RESEARCH FACIUTY OFRCIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


I SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Pnnt) OATt 


DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


I VS FORM 18-23 (Oct 88). which is obsolete 


11/12/2002 


PART 1 - HEADQUARTERS 

















This report is required by law (7 USC 2143) .'aiiure to report according to the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


NOV 29 2002 


See attached form for 
additicnai information 


inieragency Report Control No.; 


1. CERTIFICATE NUMBER: 

58-R-0001 

CUSTOMER NUMBER: 

873 



Florida State University 
Florida State University 
Laboratory Animal Rs. 101 Brf 
Tallahassee. FL 32306 

Telephone: (904) -644-4262 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessarv or use APHIS Form 7023A \ 


A. B. Number of 


Animals Covered 
By The Animal 
Welfare Regulations 


A. Dcgs 


S. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9, Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 


B. Number of 

C. Number of 

D. Number of animals 

E. Number of animals upon which teaching. 

F. 

animals being 

animals upon 

upon which 

expenments. research, surgery or tests were 


bred. 

which teaching. 

experiments, teaching, 

conducted involving accompanying pain or distress 

TOTAL NUMBER 

conditioned, or - 

research. 

research, surgery, or 

to the animals and for which the use of appropriate 

OF ANIMALS 

held for use in 

experiments, or 

tests were conducted 

anesthetic, analgesic, or tranquilizing drugs would 

teaching. 

tests were 

involving 

have adversely affected the procedures, results, or 

( COLUMNS 

testing. 

conducted 

accompanying pain or 

interpretation of the teaching, research, experiments. 

expenmen ts. 

involving no j 

distress to the animals 

surgery, or tests. ( An explanation of the procedures 

C+D+E) 

research, or 

pain, distress, or 

and for which 

produong pain or distress in these animals and the 


surgery but not ye 

use of pain- j 

relieving drugs. 

appropriate anesthetic, a 

reasons such drugs were not used must be attached to 




Meadow Voles 

84 

285 

40 

Prarie Voles 

386 

712 

774 

1 




ASSURANCE STATEMENTS 


1) Profesnonaliy aocoptabie standards governing the care, treatment, and use of ansnals, indudirtg appropriate use of anestetic, analgesic, and tranquilizing dnjgs, prior to. during, artd following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each pdncipai investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that axceptioru to the standards and regulations ba specified and axplained by the principal 
inveetig^or and approved by the Iru^itutionai Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the 
lACUC-epproved exceptions, this summary indudes a brief explanation of the exceptions, as well as the species and number of animals affectod. 

4) Tha attanding vetaririarian for this rasaarch fadlity has appropriata authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


cirtwATi IOC nc r c r\ no imctiti iTinwAi AcctriAi 


I NAMP A Tm c np C P O HR INSTITimnNAI nPPiriAI t Tvnm rtr Print 


DATE SIGNED 


APHIS FORM 7023 
{ AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88). which is obsolete. 




































( REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A \ 

■ . ' " ■ " . r 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
expenments. 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, leaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, expenments. 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

-0- 

-0- 

-0- 

-0- 


5. Cats 

-0- 

-0- 

-0- 

-0- 

-0- 

6. Guinea Pigs 

-0- 

-0- 

-0- 

-0- 

-0- 

7. Hamsters 

-0- 

-0- 

-0- 

-0- 


8. Rabbits 

-0- 

-0- 

14 

-0- 

14 

9. Non-human Primate 

-0- 

-0- 

—0— 

-0- 

—0— 

10. Sheep 

2 

-0- 

64 


64 

11. Pigs 

13 

—0— 

121 

-0- 

121 

12. Other Farm Animals 






Goats 

-0- 


2 

-0- 

2 

13. Other Animals 






Mice 

-0- 

28 


-0- 

28 














I ASSURANC E STATEMENTS 

1 ) Profassionaliy acoaptahle standards govemino the care, trsatmarrt, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following 
actual research, teaching, testify, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and It has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care ar)d Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report, in addition to identifying the 
lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutionai Offldai ) 

■ SIGNED 

Ar-Mij) ruKM /uzj (Kepiaces i-ukm oo), wnicn is oosoieie. 

( AUG 91 ) 





















































This report is required by law (7 USC 21^3) Failure to report according to tPe regulations can 
result in an order to cease and desist and to be subiect to penalties as provided for in Section 2150 


See reverse side for 
additional mfomiation. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

58-R-0012 


CUSTOMER NO. 

874 


Interagency Report Control No 
0180-OOA-AN 


FORM APPROVED 
0MB NO 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

FLORIDA A&M UNIVERSITY 
COLLEGE OF PHARMACY 
201 DYSON PHARMACY BLDG 
TALLAHASSEE, FL 32307-3800 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACIUTY LOCATIONSl'Sifes; 


FLORIDA A&M UNIVERSITY 
TALLAHASSEE. FL 32307-3800 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additionat sheets if necessary or use APHtS FORM T023A ) 


A, 



Animals Covered 
By The Animal 
Welfare Regulations 


8. NumPerof 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

0. Number of animals upon 

Number of animals upon which teaching. 

F. 

animats upon 

which experiments. 

experiments, research, surgery or tests were 


which teaching. 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C ♦ 

conducted 

distress to the animals 

(nterpretatiori of the teaching, research. 

D'oE) 

involving no 

and for which appropriate 

expenments, surgery, or tests. (An expianation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, tasting, surgery, or expenmentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
prindpai investigator and approved by tfie InstiUitional Animal Care and Use Committee (lACUC). A sumnuay of all the excepdorte is attached to this »tnual report In 
addition to iderrtifying the lACUC-approved exceptions, this summary includes a brief explaruition of the exce^ions. as well as the species end ruimber of animats affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) DATE 



DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88). which Is obsolete 


PART 1 - HEADQUARTERS 


























T-' s -ecc.'t s require;^ by law (7 USC 21-13). Failure lo report according lo the regulalicrs DPT See attached form for 

UU ' ^ ‘ additional inforrnation 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


Interagency Report Control No.: 


1. CERTIFICATE NUMBER: 

58-R-0016 

CUSTOMER NUMBER: 

875 



ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


University Of Central Florida 
4000 Central Florida Blvd. 
Ste. 423 

Orlando, FL 32816 
Telephone; (407) -823-3778 


3. REPORTING FACILTTY ( List all locations where animats were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) • See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILFTT / Attach additional sheets if necessary or use APHIS Form 7023A \ 


A. 1 B. Numperof 



B. Number of 

C. Number of 

D. Number of animals 


animals being 

animals upon 

upon which 


bred. 

which teaching. 

experiments, teaching. 

Animals Covered 

conditioned, or 

research. 

research, surgery, or 

By The Animal 

held for use in 

expenments. or 

tests were conducted 

Welfare Regulations 

teaching. 

tests were 

involving 


testing. 

conducted 

accompanying pain or 


experiments. 

involving no 

distress to the animals 


research, or 

pain, distress, or 

and for which 


surgery but not y€ 

use of pain- 
relieving drugs. 

appropriate anesthetic, a 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing daigs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non^human Primate 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 


1) Profsssionaily acceptable standards governing the care, treatment, and use of animals, including appropnate use of anestetic. analgesic, and tranquilizing daigs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painfUi procedures. 

3) This facility is ar^ering to the standards and regulattons under the Act and it has required that exceptions to tha standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Cara and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary Includes a brief explanation of tha exceptions, as well as tha species and number of animals affected. 

4} The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILFTY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official \ 


I DATE SIGNED 


10 / 14 / 


\ 




























This report is required by iaw {7 USC 2143). Failure to report according to the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information 


OCT 0 7 2002 


1 . CERTIFICATE NUMBER: 

58-R-0020 

CUSTOMER NUMBER: 

8216 


Interagency Report Control No.; 


FORM APPROVED 
0MB NO. 0579-0036 

r\\w 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Florida Institute Of Technology 
150 W. University Blvd. 

Melbourne, FL 32901 

Telephone: (321) 674-8960 


B. Number of 

C. Number of 

D. Number of animals 

E. Number of animals upon which teaching. 

F. 

animals being 

animals upon 

upon which 

expenments. research, surgery or tests were 


bred. 

which teaching, 

expenments, teaching, 

conducted involving sccorrponying pain or distrccs 

TOTAL NUMBER 
OF ANIMALS 

conditioned, or 

research. 

research, surgery, or 

to the animals and for which the use of appropnate 

held for use in 

expenments. or 

tests were conducted 

anesthetic, analgesic, or tranquiiizing drugs would 

leaching. 

tests were 

involving 

have adversely affected the procedures, results, or 

( COLUMNS 

testing. 

conducted 

accompanying pain or 

interpretation of the teaching, research, experiments, 

experiments. 

involving no 

distress to the animals ^ 

surgery, or tests. ( An explanation of the procedures 

C+D+E) 

research, or 

pain, distress, or 

and for which 

producing pain or distress in these animals and the 


surgery but not y€ 

use of pain- 
relieving dojgs. 

appropriate anesthetic, a 

reasons such drugs were not used must be attached to 



3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


F.W. Olin Life Sciences Bldg. facility locations { site. )- see Atachedusting Biowest FL 32901 

i^n w .m-.-. 7 Prsirv Blvd.. Melbourne: FL 3290± 3325 W.NewHaven Ave., Melbourne, 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILDY I Attach additional sheets if necessarv or use APHiS Form 7023A i 


A. B. Number of 

animals being 
bred. 

Animals Covered conditioned, or 

By The Animal fQ^ ^50 

Welfare Regulations teachmo. 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non>human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 


We have not had any animals 



1) Professiortaily acceptable standards governing the care, treatment, and use of animats, including appropriate use of atf^astetic, analgesic, arxl tranquiiizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered attemativee to painful procedures. 

3) This facility is adhering to the standards and regulations urtder the Act. and it has required that exceptions to the standards and regulations be specified and tt^lained by the prindpel 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has apt^^priate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


DATE SIGNED 

10/1/02 





















DEC-10-2002 15:47 


USDP PPM I 5 AC 


913 71d 5696 

addifional Infonnallon 


P.02/02 y 

— 


UNITED STATES DEPARTMENT OF AGRiCULTURE 

ANIMAL AND PUNT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 58-R-Q021 

CUSTOMER NUMBER: 868 

FORM APPROVED 

QMB NO. 057S-CC38 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

The Mannheimer Foundation. Inc. 

20255 Sw 360 St. 

Homestead, FL 33034 



Telephone; (305) -245-1551 

^ ? m2 


3, R£POPmNC rACIUTY ( Usl ail locations wlwe animois were hoaaed or usatf In actual re$aarcn, testing, or oxpafimentatien, or held for these purposes, ARacn additional sheets If necessary } 


PACIUTY LOCATIONS ( Sties } • See Atached Listirig 


REPORT OP ANIMALS USED BY OR UNDER CONTROL OF RESEARCH PACILfTY / Attach addlilGnal sheata Jf neceeaarv or use APHIS Form 7Q23A \ 


A. B. Number of 



B. Number of 

C, Number of 

D. Nurrderofonimala 

£. Number of anlmois upw wnicb teaching. 


onimals being 

animals upon 

upon which 

experiments, reaearch. surgery or testa were 

Animais Covered 

bred. 

ivftich teaching. 

experiments, teaching. 

conducted involving accompanying pain or distress 

eandltlonod, or 

naseerch. 

research, surgery, or ^ 

to the animals and for which (he use of appropriaie 

By The Animal 

held for use In 

expertments, or 

tests were conducted 

anesthetic, analgesic, or tianqulllzing drugs would 

Welfara FUguUUont 

teaching. 

tests were 

involving 

have advanaeiy affeded the procedures, results, or 


tasting, 

conducted 

accomparrying pain or 

imerpfstatlon of the teaching, research, expenmants, 


expenments, 

Involytng no 

distress ta the animats 

surgery, or tests. ( An explanation of the procedures 


reseam or 

pain, distress, or 

and for which 

producing pain or distreas In these antmala and the 


surgery but not yi 

usa of pain- 
relieving dniga, 

appropftata anesthetic, a 

reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 



4. Dogs 


S. Cats 


8. GuinaaRgs 


7 . Hamstsm 


8. Rabbits 


9. Non-human Primata 


10. Shaep 


11. Pigs 


2. Omar Farni Antinala 


assurance STATEMENTS 


1) Profmioneily ecoeptablB standards gevemino the care, IreetmenL end use of anUnals, induding appreprisrs use at snedstlc; aneigewc. and tranqoSizing drugs, prior to, dumg, and following 
actual rtasar^ tBaching, tastJng, tugsty. or aapedmentaiion vmtv fdilowad by this rmsaareh fadiity. 

2 } Each prindpal Investigator has cflnaidsrad Bftafnafivet to palMU proosdupaa 

3) This fsd% is adhering to tha standards a«tf reguisUcr« imdar the Act. and It has requtred that sxeeptlons to the slendsrda and reguladona ba spednad and expiated by the pdndpai 
invaatigator and approved by the insiihitkinai Animal Cara and Usa CommiQaa (lACUC). A tummsry of all such sxespilona Is setachod to this annual rsooiL m addSfon to Idantityjng tha 
lACUC-approvad s ac e p do n a, this summary tndudas a brief nplanation of the effiaptions. as waU as tha tpedes and number of animais efladed. 

4} The attending vsterinarian for this raseerdt fadlity has appropriate authority to anaurs tha provision of sdsqueie veterinary cans and to oversee the adequacy ef other aspects of animal cars and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILDY OFFICIAL 
( Chief Exscuthre Offlcor or Legally Raapondble tnafitutionai Otnctaf } 




TOTAL P.02 


























7200 

66th 

St N, Pinellas Park 

FL 33781 

12611 

86th 

Ave N, Seminole FL 

33776 


This reporl is required by low (7 USC 21 43) Foilure lo report occordinq lo Ihc requlottons can 
resul? in an order lo cease arid desisl and lo be subject to penalties os provided lor m Section 21 


See reverse side lor 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
MAL AND PLANT HEALTH INSPECTION SERVICE 


Ian redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


V 2 0 2002 

ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 


1. REGISTRATION NO. 


Interagency Reporl Conirol No 
0180-OOA-AN 


FORM APPROVED \ 
0M8 NO 0579-0036 


2. HEAOQUAR r-. « 
include 


ST. PETERSBURG JUNIOR COLLEGE 
7200 66TH ST NORTH 
PfNELUS PARK. FL 33781 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, lesiing. leaching, or experimenlation. or held tor these purposes. Mnach additional 
sheets it necessary ) 


FACILITY LOCATIONS (Sites) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adiUiUonat sheets it necessary or use APHIS FORM 7023A.) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number ol 
animals being 
bred. 

conditioned, or 
held tor use in 
teaching, testing, 
experiments, 
research, or 
surgery bul not 
yet used lor such 
purposes. 


C Number oi 
anitnolb upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D Number ul aitiinais upon 
which expernnenis. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo the animals 
and lor which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used 


Number of animafs upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the animals and lor which the use of appropriate 
anesthetic, analgesic, or tranquili^ing drugs would 
have adversely affected Ihe procedures, results, or 
interprelalion of the teaching, research, 
experiments, surgery, or lesis. (An explanation oi 
the procedures producing pairt or distress in these 
animals and the reasohs such drugs were not used 
must tie attached to this report). 


TOTAL NO. 
OF ANtMALs 


(Cols. C + 
D 4. E) 


5. Cats 


6. Guinea Pios 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Shee 


11. Pi 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1) ProlessiOnally acceptable standards governing Ihe care, treairnenl, and use ol animats, including approriale use of anesthetic, analgesic, and tranquili^ring c^rugs, prior lo, during, 
and loltowing actual research, leaching, testing, surgery, or experimentation were tnliowed by this research lacility. 

2) . Each principal investigator has considered alternatives to painlui procedures 

3) . This lacility is adhering to the standards and regulations under the Act. and it has rer|uire<l that exceptions lo Ihe standards and regulations be specified and explained by the 

principal investigator and approved by the tnslilutional Aniinai Cate and Use Cuinmiitee (lACUC). A summary of alt such exceptions is attached to this annual report. In 
addition to idenlilying the lACUC approved exceptions, this summary inctudes a I>riel explanation ol Ihe exceptions, as welt as Ihe species and number of animals affected 

4) The ol lending veterinarian lor this research facility has apfnopiiale authority lo ensure Ihc provision of adequate veterinary care and lo oversee Ihe adequacy ul other aspects of 
aniinai care and use 


CEKTIKICATION HY llEADQU AKTKS llESEAKCM KACII.ITY OKKICI AI, 

(Chief Executive Urflcer ur Legally Responsible Institutional Omcial) 

I certify that the above is true, correct, and comptele (7 U S C Snc:t«on 2143) 

I DATE SIGNED 


II- 


Mrnio rijr»ivi /U4a 

(AUG 91) 


cart ' - 


(HeoiiiLfts V5> r-UHM 10-2J OO). wnir-ii is ousuiifie j 








































'".s 'eccr s 'e'^L.iced 2y aw (/ Manure :o reccn acccrairg to tre regi^iat.crs 

:on 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUVNT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


addiiJcnaJ information 


:f<jgerc-/ rtepcn t^crtroi No,. 


1. CERTIFICATE NUMBER: 

58-R-0035 

CUSTOMER NUMBER: 

908 



Florida Atlantic University 
777 Glades Road 
P.O. Box 3091 
Boca Raton, FL 33431 

Telephone: (561) -367-2310 


3. REPORTING FACIUTY ( List all locations where animals were housed or used in actual research, testing, or experimentatioh, or held for these purposes. Attach additional sheets if necessary ) 


Building Locations; MT-18 /t_ii/ T4rM?“SdTc’ai“sSrnS/ 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessarv or use APHIS Form 7023A \ 



ASSURANCE STATEMENTS 


t } Professtonaliy acceptable standards governing the care, treatment and use of animals, including appropriate use of anestetic, analgesic, end tranquilizing drugs, prior to. during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prindpai investigator has considerod alternatives to peinfiit procedures. 

3) This facility is adhering to the standards and regulations under the AcL and it has required that axcaptions to tha standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Caro and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying tha 
lACUC-epproved exceptions, this summary includes a brief explanation of the exceptions, as well as tha spades and number of animals affactod. 

4) The attending veterinarian for this rssearch fadlity has appropriata authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Reeponsibie Institutional Official ) 


DATE SIGNED 

whh 


{ AUG 9i ) 


r 




















UCf U4 2002 


This reDcr. is required by law (7 USC 2143). Failure to report according to the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional informatjon 



Interagenc/ Report Contn 


FORM APPROVED 
0MB NO. 0579-0036 


ntrcj No,; 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Rumbaugh-Goodwin Institute For Cancer Research 
Goodwin Institute For Cancer Research 
1850 N.W. 69th Avenue 
Plantation, FL 33313 

Telephone: (999) -999-9999 


3. REPORTING FACILiTY ( List all locations where animals were housed or used tn actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY { Attach additional sheets If necessarv or use APHIS Form 7023A \ 


A. 

Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


Number of 

C. Number of 

0. Number of animals 

E. Number of animals upon which teaching. 

F. 

animals being 

animals upon 

upon which 

experiments, research, surgery or tests were 


bred. : 

which teaching. 

experiments, teaching. 

conduded involving accompanying pain or distress 

TOTAL NUMBER 

conditioned, or 

research. 

research, surgery, or 

to the animals and for which the use of aporonnate 

OF ANIMALS 

held for use in 

expenments. or 

tests were conduded 

anesthetic, analgesic, or tranquiiizing drugs would 

teaching. 

tests were 

involving 

have adversely affected the procedures, results, or 

( COLUMNS 

testing. 

conduded 

accompanying pain or 

interpretation of the teaching, research, experiments. 

experiments. 

involving no 

distress to the animals 

surgery, or tests. ( An explanation of the procedures 

C+D+E) 

research, or 

pain, distress, or 

and for which 

producing pain or distress in these animals and the 


surgery but not y€ 

use of pain- 
relieving drugs. 

appropnate anesthetic, a 

reasons such drugs were not used must be attached to 




1} Professionally aocaptabie standards govemir^Q the care, treatment, and use of wiimais, including a|)propriata use of ^estetic. analgesic, and tranquiiizing drugs, prior to, duhr^ and following 
actual resaarch, teaching, testirig. surgery, or experimentation were followed by this research fadiity. 

2) Each principal investigator has considered aJtematives to pnnhil procedures. 

3) This facility is adhering to the standards and reguiattons under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approvad by the institutiorurt Animal Caro and Use Committee (tACUC). A summary of ail such exceptions is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary indudea a brief explanation of the exceptions, as well as the spades and number of animals affected. 

4) The attending veterinarian for this research fadiity has ap^o^xiate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal cars and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 




































This report is rer ired by law ( '’ USC 2143). Failure to report according to the regulations can See reverse side for interagency P.eport Control No 

result in an order lO cease and desist and to be subject to penalties as provided for in Section 2150. additional information. OtSC-DOA-AN 


UNITED states DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

58-R*0041 909 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2 , HEADOUARtERS RESEARCH FACIUTY (Name and Aadress, as registered 'Mith USDA, 
indude Zip Code) 

MOTE MARINE LABORATORY 

1600 KEN THOMPSON PKWY. 

SARASOTA. FL 34236 


3. REPORTING FACILfTY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILJTY LOCATIONS(s/fes; 

MOTE MARINE LABORATORY 
SARASOTA. FL 34236 


MOTE MARINE LABORATORY 
SARASOTA, FL, 34236 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionat sheets if necessary or use APHIS FORM 70Z3A ) 


C. Number of 0. Number of animals upon Number of animals upon whk 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Nunnber of 
animais being 
bred, 

conditioned, or 
held for use in 
teaching, tasting, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

4. Dogs 


5. Cats 



C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
irwoiving no 
pain, distress, or 
use of pain* 
relieving drugs. 


, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accorr^anying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animais and the reasons such drugs were nof used 
musf he attached to this report) 


total NO. 
OF ANIMALS 

(Cola. C ^ 
Di>E) 


6. Guinea Pigs 





ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and uss of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procadures. 

3 ) This facility is adhering to the standards and regulations undar the Act, and it has required thet exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Cara and Use Committee (lACUC). A summery of aS the exoeptionc Is attached to tNe enrtual report In 
Edition to identifying the IACUC*approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The attending veterinarian for this research fadltty has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspeds of animal care and use. 

CERTIRCATION BY HEADQUARTERS RESEARCH FACIUTY OFRCIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C E^. OR INSTITUTIONAL OFFICIAL (Type or Print) 

0761 19112101 1 19038084105113097101 103121 101 1150500390881 13068045034072 
124106105124124114118102034071109119107106124120114 


DATE SIGNED 
1 1/19/2002 


APHIS FORM 7023 
(AUG 91) 


(ReptacM VS FORM ia*23 (Oct 58), which is obsolete 
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This report is rec^-ired by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0iaO-COA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

58-R*0041 


CUSTOMER NO. 
909 


FCPM APPROVED 
CMB NO. 0579-0036 


HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered ‘Aath USDA, 
include Zip Code) 

MOTE MARINE U^BORATORY 
1600 KEN THOMPSON PKWY. 

SARASOTA, FL 34236 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets if necessary or use this form.) 


A. 

B. Number of 

C. Number of 

D, Number of animals upon 

E. Number of animals upon which teaching. 

F. 


animals being 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


Animals Covered 

bred, 

which teaching. 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research. 

surgery, or tests were 

to tha animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthetlc,analgesic, or tranquiiizing drugs would 



teaching, testing. 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C * 


experiments. 

conducted 

distress to the animals 

interpretation of the teaching, research. 

E) 


research, or 

invoivir>g no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 



surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 



yet us^ for such 

use of pain- 

tranquiiizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and usa of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered attemetives to painful procedures. 

3) This fadiity it adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
prindpel investigator and approved by the Institutionel Animal Care and Use Committee (lACUC). A summeiy ol afl the exeeptiona la attached to tMa annual report In 
addition to identifying the lACUC-epproved exceptions, this summery indudes a briaf explanation of the exceptions, aa weH as tha spades and number of animals affected. 

4) The attending veterinarian for this research fadiity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIRCATION BY HEADQUARTERS RESEARCH FACIUTY OFRCIAL 
(Chief Executive Officer or Legally Responsible Institutionai offictal) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


0761191 12101 1 190380841051 13097101103121101 1 15050039088113068045034072 1 1/19/2002 

124106105124124114118102034071 1091191071061241201 14 
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All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


NOV 2 5 20(12 

MARINE LABORATORY Internet: infot^mote.org • www.motc.or^ 

Field Stations: Florida Keya • 24244 Gvcrecae Highway • SurnmtfHand Key, FL 33042 • Phone: (305) 745-2729 • Fax: (305) 745-2730 
ChaHotta Harbor • PO. 5ox 2197 • Pincland, FL 33945 • Phone: (239) 253-1622 • Fax: (239) 253-2466 
Mote Aquaculture f^rk • 12300 Fruitviile Koad • Sarasota, FL 34240 

November ! 9, 2002 

Elizabeth Goldentyer, D. V. M. 

U.S. Department of Agriculture 

Animal Care, Eastern Region 

920 Main Campus Drive Ste 200, Unit 3040 

RaleiVh Mr 7160f, 

C?' ' * — 

Reference: Registration Number 58-R-004I, Annual Report 


Dear Dr. Goldentyer, 

1 have submitted the Annual Report electronically this year, but I wanted to further explain the listing of 
four dolphins and whales on form 7023a. Mote does not regularly hold cetaceans at its facility. However, 
in cooperation with the N(1)AA fisheries Service, Mote’s Dolphin and whale Hospital is involved with the 
rescue and rehabilitation of stranded cetaceans. All care and treatment during the temporary holding of 
these animals follow the guidelines as set forth under the Act. When these emergency medical situations 
arise, holding of ill/injured animals is accomplished utilizing two quarantine pools and a larger 
rehabilitation lagoon. Withm the past reporting period, October 1, 2U01 - September 30, 2002, Mote has 
held four such stranded cetaceans for medical care (MML 0103a, 0222, 0225a, and 0234). 


Sincerely, 



Enclosures 

cc: 



A nonpros organization dedicated to excellence in marine sciences and a member of: 

• AeiccATCN of Mlselvs * Asscc.^"n Cf Marne Lascra'Cces Cf rhE Cxxaetot * • FlOrpa Ccxan AuA'^e 

» Napcnal Assoc.ArcN CF Marne LABcXAiiCRES • Sce.'az -‘.nd Env-?cnmental Coina. cf Sarasota Ccunty • So-otiern Assccafcn cf Marne LascratckiES 




aCT-21-2002 16:39 USDPi APHIS AC 

T>1C» report iS raquirad t>y Uw p USC 21 43). Failure lo report acccidlng lo th« regulsBons 
can 


UNfTED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTN INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

{TYPE OR PRIMT) 


919 716 


addlttooal infbrrrauon 


5696 P.02/02 


1. CERTIRCATE NUMBER: 5a-R-0045 
cusTOMCR number: 857 


FORM ARf*ROVED 
0MB NO. 0579^36 


0fBF93^ Kcy,^FL 330C^ <^rassyX.t^^ Ff ^ 

Telephone: (305) -289-0002 


3, REPORTING FACaJTY (U 5 ia« locaticnsv»(ft«j^aNma*avwfBrK3us«d or uwd in actual «aaarw. {flffllnfl, grwpcHmentatfdxi, <rrwW for m«s*pwpo^ Anacft Mditkanal sneet* If Twcwaary ) 


PACIUTY LOCATIONS ( SUm ) - Sea Aiachad Ll«tii>g 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional If waceasarv or use APHIS Form 702SA ) 


Anlinatlft Covorad 
ByThaAnfanal 
Wetfara Regulatloni 


B. NtirTtarof 
anlrrala bdng 
brad. 

conditioned* or 
held for u$c in 
Uaching, 

(eating* 
e^edmants* 
mseflrch.or 
surgery but not yd 


C. Nurrherof 
animeie upon 
wncft (eacning. 
mevch. 
atpanmenis, or 
tesla were 
conducted 
mvdvlftqno 
pain. dlsirBSS, or 
iisaof paii> 
rtUeuing drugs. 


D. Number of anlmais 
upon^id) 
ajQeriments, teecning: 
rcseereh. sugary, or 
tesla were conduaed 
imohMig 

aocompanying pain or 
dssaas to me antmais 
andforvdilch 
appropriate aneametic, a 


E. Number of animBis upon wtiieh teaching, 

6 > 9 enmsrTi», research, surgery or testa were 
conduood involving aoeompanyfng pain or disireea 
to me antmats and for which the use of appropriate 
anestheac, artaigesic, or vpnquiltzing drugs would 
hava adversely aEectad me procedures, results, or 
Interpretation of me teacnina raseacch, experiments, 
aurgery. or tests. ( An escptanaiion of me procedures 
producing pain or dstress in mesa animals and tho 
reasons suen drugs were not used must tie Ptiached to 


TOTAL NUM86R 
OF ANIMALS 

(COLUMNS 

C+D+E) 



1) Frofinionalyaooeptableftiiidarda governing tfm care, treamwd. and uae of animaiAlndudtngappropriamuaa of aneetetic, analgesic, and tian^ 
eebiM reeeereh, teecNng, teean^ aurgary. or expedriieniation weretolowed by this reeeerch {Bd%, 

2 ) Sadr prindpel i i iv e s tfgae yheeoanaideredsltarnadvee to peittful procedures. 

3) Thia tedflly to adhering to the ataridards and rogulBtionaunderlhf Ad, end Shat required that axoaptiontm me atanderdi and regidatlerw be ipecKM and 
ir wwrfgafr yendepprmredbymaiitttftutierudAn&nalCamendUaeCommlttae(IACUCLAauminafy^ aueh axeeptSom Is attached to tMs anrwal report h adtftton lo idanWymg the 
lACUC-epproved eeeeptiona, thto summary Mudei a brief « 9 taiiation of the eweptione, M w«l ta the apedea and number tf anknale afVacfadL 

4) Theettindingvaearineri<nferthto( Oseen J>fieb%haaappropriateauihorftyteenau^tfteproMaiQnofadeguatave(aflnaryctttoandtQovafietmaadequ^ 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
( Criief Exocutlvp Ofllcer or Legal V Hosponsaalp Institutional 01?^ 


I 



TOTftL P.02 




















See attached form for 
additional information 
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interagenc/ Report Control 1^.: 


This report iS required by law (7 DSC 2143). 


Failure to report according to the regulations 


OCT 0 I 2002 


can 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


0MB NO. 0579-0036 


CUSTOMER NUMBER: 8215 



Bild Animal Hospital 


ANNUAL REPORT OF RESEARCH FACILITY 

2500 Nw 79th St. 


( TYPE OR PRINT ) 

Miami, FL 33147 



Telephone: (999) -999-9999 



(305) 69 1-55 1 1 



j 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expenmentation, or held for these purposes. Attach additional sheets tf necessary ) 


Bild Animal Hospital 
2500 NW 79 Street Miami, 


FACILITY LOCATIONS (Sites J • See Atached Listing 

Florida 33147-4932 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY / Attach additional 

sheets if necessarv or use APHIS Form 7023A \ j 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
expenments. 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropnate anesthetic, a 

E. Number of animals upon which teaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

u 





6. Guinea Pigs 

0 





7. Hamsters 

0 





8. Rabbits 

0 





9. Non-human Primate 

0 





10. Sheep 

0 





11. Pigs 

0 





12. Other Farm Animals 

0 











13. Other Animals 

0 























1 ASSURANCE STATEMENTS | 


1 ) Professionaily acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, pnor to, during, and following 
actual rasearch, taaching. testing, surgery, or experimentation were foikjwed by this rasearch facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3} This facility is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be specifiad and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary includes a bhef explanation of the exceptions, as welt as the species and number of animals affected. 


4) The atterxling veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Leoailv Resoonsible (nstitutionai OfRdai ) 



s 


ype or Print 

f 

DATE SIGNED 


AP 



This report is required by law (7 USC 2143). Failure lo report according lo !he regulations QpP y 7 See attached form for Interagency Report Ccrtrol No.: 

f additional information 


UNH ED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CUSTOMER NUMBER; 8214 

OMB NO. 0579-0036 


School Of Nat & Health Science 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

1 1300 Ne Second Ave 

Miami Shores, FL 33161 



Telephone: (305) -899-3200 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expenmentation. or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


^^REPORTOI^NIIMAILSUSED^B^ORIJNDERCONTIROL^OFRESEARCH^FACIII^^ 


A 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
expenments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Numberofanimals 
upon which 

experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted im/clsing accorripar.yt-ng p.qin or distress 
to the animats and for which the use of appropnate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such daigs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

d 

O 

0 

o 

5. Cats 

d 

0 

O 

d ^ 


6. Guinea Pigs 

0 

c) 

O 

a 

o 

7. Hamsters 

0 

0 

O 

0 

o 

8. Rabbits 

0 

0 

O 

o 

o 

9. Non-human Primate 

O 

0 

o 

0 

cD 

10. Sheep 

o 

0 

Q) 

0 

O 

11. Pigs 

0 

0 

0 

0 

a 

12. Other Farm Animals 

0 

0 

n 


O 







13. Other Animals 

0 

o 

o 

o 

O 










1 


* 








j ASSURANCE STATEMENTS 

1} Profassionaily acceptable standards governing the care, treatment and usa of animals, including appropriate use of anestetic, anatgesic, and tranquiiizing dnjgs, prior to, during, and following 
actual research, teaching, testing, surgery, or expenmentation were followed by this research facility. 


2} Each prindpai investigator has considared alternatives to painfut procedures. 

3) This facility is adhering to the standards and regulations under the AcL and it has required that exceptions to the standards and regulations be specified and explained by the principal 

investigator and approved by the Institutional Animal Cara and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report in addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible institutionai Official } 


“ 


DATE SIGNED 





( AUG 91 ) 


\i 



























































This 'eocrt is requited by law (7 USC 21*13). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


interagency Report Control No 

013C-0Ca1a,N 


UNJTEO states department OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATKDN NO. 

5a*R-0109 


CUSTOMER NO. 

850 


FORM APPROVED 
CMS NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wrf/> USDA, 
indude Zip Code) 

MIAMI CHILDREN’S HOSPITAL 

GEORGE E BATCHELOR RESEARCH AND ACADEMIC 

PAVILION 

3196 SW 62ND AVE 
MIAMI, F=L 33155-3098 


3. REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCAnONSfs/fes) 


MIAMI CHILDREN’S HOSPITAL DEPT OF EDUCATION 
MIAMI, FL 33155-3098 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OP RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals arKl for which the use of appropriate 
anesthetic.anaigesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C > 
D-f E) 



5. Cats 


6. Guinea Pigs 


7. Hamsters 


9. Non-Human Primates 



12. Other Farm Animals 


13. Other Animals 





ASSURANCE STATEMEKTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, tasting, surgery, or experimentation were followed by this research facility. 

2) Each principal invastigator has considered altematives to painful procedures. 

3) This fadHty is adhering to the standards and regulations under the Act, and it has requirsd that exceptions to the starrdards and regulations ba specified and explained by the 
principal investigator and approved by the Institufional Animal Cara and Use Committee (lACUC). A summary of al the axeepAiona ia allaehad to thia annual raporl In 
addition to idantifying tha lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spades and number of animals affected. 

4) The attending veterinarian for this research fadltty has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspeds of animal care and use. 


CERTIRCATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

^ I certify trim the above is tme, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) DATE SIGNED 


APHIS FORM 7023 
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I VS FORM 18-23 (Oct 88). which is obsoieta 
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This report is requireC oy iaw (7 USC 2143). Failure lo report according to the reguiatiQ^ J (J J_ 2002 

can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PL^NT HEALTH INSPECTION SERVICE 


See attached form for 
additional information 


itrol fto.; 


1. CERTIFICATE NUMBER: 

58-R-0118 

CUSTOMER NUMBER: 

976 


Interagency Report Control 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


Toxin Technology, Inc. 
7165 Curtiss Ave. 
Sarasota, FL 34231 

Telephone: 


3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A \ 



1 ) Profossionaily acceptable standards governing the care, treatment and use of animats, induding appropriate use of anastatic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, tasting, surgery, or aacperimentation wore followed by this raseerch fadlity. 

2) Each principal investigator has considered alfometfvea to painfoi procedures. 

3} This fadlity it adhering to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the prindpal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the 
lACUC-epproved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedas and number of animals affected. 

4) The attending veteiinarian for this research fadlity has appropriate authority to ensure the provision of adequate vetehnary care and to oversee the adequacy of other aspeds of animal care and 



( AUG 91 ) 























REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A \ 


A. 

B. Number of 
animals being 
bred. 

C. Number of 
animals upon 
which teaching. 

D. Number of animals 
upon which 

experiments, teaching. 

E. Number of animats upon which teaching, 

1 experiments, research, surgery or tests were 

conducted involving accompanying pain or distress 

F. 

TOTAL NUMBER 
OF ANIMALS 

Animals Covered 

conditioned, or 

research, 

research, surgery, or 

to the animals and for which the use of appropriate 

By The Animal 

held for use in 

experiments, or 

tests were conducted 

anesthetic, analgesic, or tranquilizing drugs would 

Welfare Regulations 

teaching. 

tests were 

involving 

have adversely affected the procedures, results, or 

( COLUMNS 


testing. 

conducted 

accompanying pain or 

interpretation of the teaching, research, experiments, 


experiments, 
research, or 
surgery but not ye 

involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

distress to the animals 
and for which 
appropriate anesthetic, a 

surgery, or tests. ( An explanation of the procedures < 

producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

C+D+E) 



1 ) Professionally acceptable standards governing the care, treatmern, and use of animals, including appropriate use of anestetic, analgesic, wf tranquilizing c^gs, prior to, during, and following 
actual research, teaching, testina surgery, or oxperimentatjon were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the prindpai 
investigator ar)d apprm^ by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this animal report In addition to identifying the 
IACUC<approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 


4) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspeds of animal care and 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILfTY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Officiai } 





























This report is required by law (7 DSC 2143). Failure to repon according to the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional mfcrrraiton 



Interagency Report Contr 


FORM APPROVED 
0MB NO. 0579-0036 


Dumond Conservancy For Primates & Tropic 
P 0 Box 246 
Miami. FL 33170 

2 g 

Telephone: (305) -238-9981 ^ 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A \ 


A. B. Number of 



B. Number of 

C. Number of 

D. Number of animats 

E. Number of animals upon which teaching. 


animals being 

animals upon 

upon which 

experiments, research, surgery or tests were 


bred. 

which teaching. 

experiments, teaching. 

conducted involving accompanying pain or distress 

Animals Covered 

conditioned, or 

research. 

research, surgery, or 

to the animats and for which the use of appropriate 

By The Animal 

held for use in 

experiments, or 

tests were conducted 

anesthetic, analgesic, or tranquilizing drugs would 

Welfare Regulations 

teaching. 

tests were 

involving ^ 

have adversely affected the procedures, results, or 


testing. 

conducted 

accompanying pain or 

interpretation of the teaching, research, experiments. 


experiments. 

involving no 

distress to the animals 

surgery, or tests. ( An explanation of the procedures 


research, or 

pain, distress, or 
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9. Non-human Primate 

5- 

10. Sheep 


11. Pigs 


1 2. Other Farm Animals 
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1 ) Professionally acceptable standards governing the care. treatmenL and use of animals, including appropriate use of anastatic, analgesic, and tranguiiizing drugs, prior to. during, and following 
actual rasaarch. teaching, testing, surgery, or axpehmantabon ware followed by this research facility. 

2) Each principal investigator has considered altemativee to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and raguiations be specified and explained by the principal 
invastigator and approvc»d by the tnstitutionai Animat Cara and Usa Committae (lACUC). A summary of ait such axcaptlons is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spates and number of animals affected. 

4) The attending veterinarian for this research fadiity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal cars and 
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3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACiUTY LOCATIONS ( Sites ) • See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necassarv or use APHIS Form 7Q23A \ 


A. 

B. Number of 

C. Number of 

D. Number of animals 

E. Number of animals upon which teaching, 


animals being 

animals upon 

upon which 

experiments, research, surgery or tests were 


bred. 

which teaching. 

experiments, teaching. 

conducted involving accompanying pain or distress 

Animals Covered 

conditioned, or 

research. 

research, surgery, or 

to the animals and for which the use of appropriate 

By The Animal 

held for use in 

experiments, or 

tests were conducted 

anesthetic, analgesic, or tranquilizing drugs would 

Welfare Regulations 

leaching. 

tests were 

involving 

have adversely affected the procedures, results, or 


testing. 

conducted 

accompanying pain or 

interpretation of the teaching, research, experiments. 


expen men ts. 

involving no 

distress to the animals 

surgery, or tests. ( An explanation of the procedures 


research, or 

pain, distress, or 

and for which 

producing pain or distress in these animals and the 


surgery but not yc 

use of pain- 
relieving drugs. 

appropnate anesthetic, a 

reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 


1) Professionally aocaptabie standards governing the care, treatment, and use of animats, includirni appropriate use of anestetic, analgesic, and tranquilixing drugs, prior to. during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research fadtity. 

2) Each prindpai investigator has cortsidered alternatives to pasiful procedures. 

3) This fadiity is adhering to the starxiards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the prindpai 
investigator and approved by the Irtslitutional Animal Care arxl Use Committee (lACUC). A summary of ail such exceptions Is attached to this annual report. In addition to identifyir^g the 
tACUC-approved exceptions, this summary indudes a brief explanation of the exceptiorrs, as welt as the spedes arvj number of animals affected. 

4) The attending veterinarian for this rese»ch fadiity has appropriate authority to ensure the provision of adequate veterinary caie and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
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DATE SIGNED 
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ATTACHMENT for Annual Report USDA 


Reporting Facility (List all locations \^^ere animals were housed or used in research, 
testing, or ejqjerimentation, or held for these purposes*). 

♦Animals at Brevard Community College are utiliTed for TEACHING purposes only at 
the following locations: 

1) Brevard Community College - Cocoa Campus 
Veterinary Technology Building #21 Room #111 
Math and Science Building #7 Room #116 
Fine Arts Building #4 various classrooms 

2) Brevard County Sherifife Ranch Cocoa, FL 
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Everglades Wildlife Sanctuary 
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surgery but not ye 
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relieving drugs. 
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producing pain or distress in these animais and (he 
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12 Other Farm Anirnale 
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I n v eellq e t p r and ap p ro ve d by the InstitudcnMAnlinet Cere wd Use Coffiinittee{IACUO. A sunnwry of all such noepdone >e scuefied to (Me annual rsport bi eddfflon to idonttfying the 
UlCUC-apprDved aafiapUonA tNa auafimery kiciudee a brfaf axplartaUon of the «9eQ8piiortA as weu at the spiKlee and riumber of aninwia aff^^ 

4) The aoandkiQ vetartnanan 1tr tnia riaaarch facility has appropriM authority to ansurs iha provWon of idsquale votorinafy cara and to ov ar aa e the adeqpaey of other aapaea of animal ears anc 
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3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expehmentation. or held for these purposes. Attach additional sheets if necessary ) 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILFTf^ ( Attach additional shafts if necassarv or usa APHIS Form 7023A ) 


A. B. Number of 

animals being 
bred. 

Animals Covered condiUoned. or 

By The Animal for use in 

Welfare Regulations teachino. 


Number of 

C. Number of 

D. Number of animals 

E. Number of animals upon which teaching. 

F. 

animals being 

animals upon 

upon which 

experiments, research, surgery or tests were 


bred. 

which teaching. 

experiments, teaching. 

conducted involving accompanying pain or distress 

TOTAL number 

conditioned, or 

research, 
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to the animals and for which the use of appropnate 
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experiments, or 

tests were conducted 
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teaching. 
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have adversely affected the procedures, results, or 

(COLUMNS 

testing. 

conducted 

accompanying pain or 

interpretation of the teaching, research, expenments. 

experiments. 

involving no 

dis^ess to the animals 

surgery, or tests. { An explanation of the procedures 

C+D+E) 

research, or 
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4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1 } Profassionally acceptable standards governing the care, treatment, and usa of animals, including appropriate usa of anastatic, analgesic, and tranquilizing dnigs, prior to, during, and following 
actual rasaarch, taacfting, tastirig, surgery, or experimantation were followed by this research fadlify. 

2) Each principal investigator has considered alternatives to painftii procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that axoeptiona to the standards and reguiationa be tpedflad and explained by the pnncipat 
investigator arxl approved by the institutionat Animal Care erxt Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the 
lACUC^epproved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4} The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animat care and 
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3. REPORTING FACILITY ( Ust all locations where animals were housed or used in actual research, testing, or expenmentation, or held for these purposes. Attach addidonal sheets if necessary ) 
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upon which 

experiments, research, surgery or tests were 
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conducted involving accompanying pain or distress 

Animals Covered 

conditioned, or 

research. 

research, surgery, or 

to the animals and for which the use of appropriate 

By The Animal 

held for use in 

expenments. or 

tests were conducted 

1 anesthetic, analgesic, or tranquiiizing drugs would 

Welfare Regulations 

teaching. 

tests were 

involving 

have adversely affected the procedures, results, or 


testing. 

conducted 

accompanying pain or 

interpretation of the teaching, research, expenments, 


expenments. 

involving no 

distress to the animals 

surgery, or tests. { An explanation of the procedures 


research, or 
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and for which 

produdng pain or distress in these animals and the 


surgery but not ye 

use of pain- 
relieving drugs. 

appropriate anesthetic, a 

reasons such drugs were not used must be attached to 

"" ' — 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


TOTAL NUMBER 
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( COLUMNS 
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1) Professionelly acceptable standards governing the care, treatment aiKj use of animaJs. including appropriate use of anastatic, analgesic, and tranquilizing drugs, prior to, during, and followtng 
actual research, teaching, tasting, surgery, or expenmentation were fbliowed by this research facility. 

2) Each principal investigator haa considered altemativea to painful procedures. 

3) This ftxality is adhering to the stvidards and ragulations under the AcL and it hea required that exceptions to the standards and regulations be specified and explained by the principal 
(TTvestigator and approved by the Institutional Animai Care and Use Committee (lACUC). A summary of ail such exceptions is attached to this annual report In addition to identifying the 
lACUC-approvad exceptions, this swnmary Indudes a brief explanation of the exceptions, as well as the spades and number of animals affected. 

4) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care arxl to oversee the adequacy of other aspeds of animal care and 
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2. HEADQUARTERS RESEARCH FACIUTT (Nkm^ an^AOOrau, *4 wnh USOA. 

indVidf Zip OoM) 

HARBOR BRANCH OCEANOGRAPHIC INSTITUTE 
SeOD US 1 NORTH 
FTPISRCE.FL 34864 
(661)485-2400 


3. R90RJINQ PACcmr (Usi a4 tocMom voters ammsis mn houMd or us«d ai aciuRi rM«tfCN. tactina tMcnmo. or tcporimtomion. ot r>^^6 for ih«s« pun»Ms. Atacn aOdllonAi 
anMts If ntttitary.) 


FAOUTY LOCAT)OHVpIN4) 



S(.it>Vi i Ft 



1) Pi«r<Mion««yacccMiRian0MgoMfn«OMeM.trMlmMLMduMcrtNffiaia«iiKiu4inQapprepnMaiiMof«tiMinafiC4nti8wlc.andUwquM^ to.diAina 

and foMno actual rataac^ laacNJia taam^ Mpgary. arai^iimariMmMrRfoitoMad oy ms fadlUy. 

2) Each pfindpalinmtig»lQrhMC8RiidaradaiiamatNaaia pained prooad^ 

3} TNtfBCiMyliadharinoioiiaatwuMsaiidiagtiitiOMunotriliaAeLiMttiiaamiiMffmaaEapdtTOtouiauaAdardaandraQ^^ 
pmuapii inacMlQator aiid appiOMd tty «• inttfMaoal Aim Ca«a aa4 Uaa CaimimM (1ACUCL A aiarnwy or i« tM aacaRdOm M attcM 
atfdMkPi IO MaiitEyPiE M MCUC-aoproiiM flnapdona. Wa aiawMiy WidwMa a ttiM aivMon of tiia 

4» Tha aHaAdbigviaHwafiaA <or ma raaaareh McHity uaa appf eartato m^ooiy to awuro iht proMaian oc adaquaia vawnaiy ora and lo omtsm iho acaquaey of other 
aapedbi or animal cara and uia. 


CHRWICAT10H BY HEADQUARTERS RESEARCH FAaUTY OFFICIAL 


TE SIGNED 

'dEcC 


aiMRTBtS 





























